lo  the  Chain- nn  and  ^embers  of  the  Northampton  Rural  District  Council. 

April  1919. 


uentlemen. 


I  beg  to  submit  as  desired  by  the  Local  Government  Board  a 

short  report  for  the  year  1918. 

The  total  number  of  Births  for  the  year  were  87,  of  these  48  were  males 
A  39  females;  6  births  were  illegitimate.  The  total  number  of  births 
for  this  year  is  4  more  than  for  the  previous  year  but  is  much  below  the 
average  of  pre-war  years,  giving  only  an  average  of  15  births  per  1000. 

The  tctal  number  of  deaths  was  65,  24  less  than  last  year,  of  tbi '  number 
38  were  males  &  27  females,  this  gives  a  ratio  of  12.5  deaths  per  1000 
a  very  low  average.  C\  males  and  2  females  died  from  Pulmonary 
lubercu  osis  and  1  from  tuberculous  meningitis.  Influenza  claimed  2 
cases  &  Pneumonia  4.  There  were  no  deaths  from  Diphtheria,  .nteric  fev  r 
ueasles,  Whooping  Cough,  or  from  Diarrhoea  in  infants  under  2  years. 

There  were  3  deaths  between  80  &  90  years  of  age,  1  death  aged  91  years 
and  1  death  aged  92  years. 

iho  cases  of  infectious  disease  notified  during  the  year  were  as  folio  a  :• 


^eaales  23 
Scarlet  Fever  5 
Diphtheria  1 
Erysipelas  1 

iuberculosis  of  Lungs  12. 

Tuberculosis  of  othir  rgans  2. 

3  ca^ee  of  Scarlet  Fever  were  treated  ^t  Hardingstcne  Hospital.  2  of  th 
Lcarlet  Fever  oases  were  infected  in  the  Town  of  Northampton. 

lhere  was  one  death  from  Erysipelas. 

The  following  Schools  were  closed  for  14  days  in  October  &  November  or 
account  of  Influenza  Great  Billing,  Harpole,  Dustcn  Lower  Heyford. 

I  beg  to  submit  Lr.  Harper's,  the  can It ary  Inspector's,  report  for  11. 

No.  of  Inspections.  No. of  notices. 


Dairies  &  co-bheds.  • 
slaughterhouse s  • 

Bakehouses  • 

Workshops  •  • 

Pigsties  •  • 

Cesspits  • 

Privy  middena  •  • 

New  drains  laid 
Drains  amended.  •  • 

Filthy  houses  cleansed 
Lilapidated  houses  repaired 
Defective  floors  repaired 
Defective  roofs  repaired 
Houses  disinfected 
Foul  ditches  cleaned  out 
Overcroud ing  • 


10. 

4 

4 

6 

2 

4 

17 

4 

9 

6 

4 

2 

5 

12 

2 

1 


3. 

1 

1 

2 


1 

4 

4 


2 

6 

4 
2 

5 


1 


The  Llaughterhouses  were  visited  periodically  during  the  year  &  425  lbs 
of  meat  was  condemned  as  unfit  for  human  consumption  and  destroyed.  Ibis 
meat  (mostly  frozen)  was  allocated  to  the  Butchers  concerned  by  the  eat 
Distributing  Committee  &  was  not  bought  and  killed  in  the  ordinary  way 

of  trade. 


1 


A 

I 


beware  ^chemea • 


The  sewers  have  been  in  a  satisfactory  condition  with  the  exception 
of  Old  Duston,  which  owing  to  the  automatic  flushing  tank  being  out  of 
order  were  blocked  several  times. 

y.ator. 

Complaints  received  from  Weston  rave 11  as  to  the  bad  condition  of 

the  later  at  St.  Peters  Cottages,  but  upon  a  sample  being  analysed  it 
was  found  to  be  fit  for  human  consumption. 


Yours  faithfully, 

H.  Percival, 

Medical  Offfcer  of  Health. 


■J  .  j  V.'  ‘ 

.  • 
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&  m 

■ 


